Incident Report 

2019-0005411 -000 


Tracy Fire Department 



Basic 

Alarm Date and Time 

23:10:36 Thursday, August 8, 2019 

Arrival Time 

23:19:22 

Controlled Date and Time 

Last Unit Cleared Date and Time 

23:25:47 Thursday, August 8, 2019 

Response Time 

0:08:46 

Priority Response 

Yes 

Completed 

Yes 

Reviewed 

Yes 

Fire Department Station 

S92 

Shift 

A 

Incident Type 

311A - Medical Assist, RA on scene, no pt. contact 

Initial Dispatch Code 

RT2 

Aid Given or Received 

N - None 

Alarms 

1 

Action Taken 1 

00 - Action taken, other 

Apparatus - Suppression 

1 

Personnel - Suppression Personnel 

3 

Property Use 

882 - Parking garage, general vehicle 

Location Type 

Address 

Address 

1555 N CHRISMAN RD 

City, State Zip 

TRACY, CA 95376 

District 

324D 



Apparatus - E92 

Apparatus ID 

E92 

Response Time 

0:06:26 

Apparatus Dispatch Date and Time 

23:11:02 Thursday, August 8, 2019 

En route to scene date and time 

23:12:56 Thursday, August 8, 2019 

Apparatus Arrival Date and Time 

23:19:22 Thursday, August 8, 2019 

Apparatus Clear Date and Time 

23:25:46 Thursday, August 8, 2019 

Apparatus priority response 

Yes 

Number of People 

3 

Apparatus Use 

1 

Apparatus Action Taken 1 

00 - Action taken, other 

Apparatus Type 

11 - Engine 

Personnel 1 

963 - Boswell, Greg 

Position: CAP 

Personnel Action Taken 1: 00 - Action taken, other 

Personnel 2 

1044 - Hernandez, Laura 

Position: FF/MED/HM 

Personnel Action Taken 1: 00 - Action taken, other 

Personnel 3 

9769 - Griffith, Larry 

Position: FF/MED/HM 

Personnel Action Taken 1: 00 - Action taken, other 


Authority 

Reported By 

9769 - Griffith, Larry 


06:33:20 Friday, August 9, 2019 

Officer In Charge 

9 
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Incident Report 

2019-0005411 -000 


Tracy Fire Department 


Authority 


Reviewer 819 - Martin, Chris 

09:52:01 Tuesday, August 27, 2019 


Narratives 

Narrative Name 

CAD Narrative 

Narrative Type 

CAD Narrative 

Author 

9 

Narrative Text 

(209) 45 


D1: S S9 AMAZON DISTRIBUTION CENTER-FRONT ENTR 

Narrative Name 

E92 FF/P Griffith 

Narrative Type 

Incident 

Narrative Date 

06:31:15 Friday, August 9, 2019 

Author 

9769 - Griffith, Larry 

Author Rank 

FF/MED/HM 

Author Assignment 

4 

Narrative Text 

E92 responded code two with AMR for a medical call in the Amazon parking lot. E92 
arrived on scene with AMR crew. One patient was found in a vehicle and self ambulated 
to the MICU upon arrival. All patient care management was maintained by AMR/P. No 
patient contact by E92 crew. Patient was transported and E92 cleared the call. 


End of Report 
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